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SUBJECT 


Ptrrfovmxtctt of Contract Bo. SE-20S2 with 
Westinghouse Electric Oorp. 


1. B eferaace is aade to CsutaMKt Bo. SE-2022 with Btetia^ouse 
Electric Owp. Iter research studies^ teats sued invostigrfcloos lit 
the field ter electroHmgaetie radiation. 


2 . All ymk and 
Itoyo ' teWh ye^Stcd a wA 


tolled Iter under Contract Bo* BE~ 20(22 
by the OovmtKQt> 
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